SSO800K/E SERIES 
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LED INTERNAL LIGHT OVERRIDE KEYS 
(E LOCK VERSION ONLY) 


—— 





$S0801K SSO804E $$0805 S$S0803K S$S0802E 


THE PHOENIX VELA SERIES Is designed for use at home or in the office for storage of valuables, cash and important 
documents. With its high quality key-lock or user friendly electronic lock it is ideal for multiple applications. 


SECURITY PROTECTION — Recommended for LIGHTING — The electronic locking versions of the 
overnight cash cover of £1,000 cash or £10,000 Vela range all come fitted with a bright LED interior 
valuables.” light so that contents can easily be seen, even in the 
LOCKING — SSO8O0OK fitted with a high security most dimly lit cupboards. 

key-lock and comes complete with two keys. CONSTRUCTION — Twin live locking bolts and 
SSO800E has advanced ‘user friendly’ electronic concealed internal hinges for increased security. 
locking with high security anti-tamper or bounce FIXING — Ready prepared for fixing to the floor or 
solenoid locking system. For added peace of mind wall, with fixing bolts supplied for brick walls or 
these safes are fitted with a key override facility concrete floors. 


(2 keys supplied). | COLOUR - Finished in a high quality scratch 
SPECIAL FEATURES - Internal width of SSO803 resistant Metallic Graphite paint. 


makes it ideal for the storage of laptops up to 17”. 


SSO801K/E 200 x 310 x 200mm 195:x 505 x 160mm 215mm 4.5kg 10 Litres O 
SSO802K/E 250 x 350 x 250mm 240 x 340 x 210mm 260mm 6.5kg 17 Litres 1 
SSO803K/E 250 x 450 x 365mm 240 x 440 x 325mm 355mm 11.5kg 34 Litres 1 
SSO804K/E 500 x 350 x 310mm 495 x 345 x 300mm 262mm 16kg 51 Litres i 
SSO805K/E 560 x 370 x 445mm 556 x 366 x 435mm 290mm 21kg 88 Litres 1 


oy 














SSO800K SSO800E $S$0803 


* Ratings are approximate only and may vary due to area conditions and location. Please check with your underwriter. 





Phoentx Safe Company 


